From: Hanchett, James (DPH) <James.Hanchett@state.ma.us> 

Sent: Tuesday, April 29,2008 2:16 PM 

To: Stevenson, Allan (DPH) 

Subject: FW: VWR.COM - Checkout Order Confirmation.htm 


From: Danfbrth, Deborah (DPH) [mailto:Deborah.Danfbrth@state.ma.us] 

Sent: Tuesday, April 29,2008 11:50 AM 
To: Hanchett, James (DPH) 

Subject: RE: VWR.COM - Checkout Order Confirmation.htm 
Jim, 

Please make sure that you email all your online orders to me and Gerald Kurtis. 


From: Hanchett, James (DPH) [mailto:James.Hanchett@state.ma.us] 
Sent: Tuesday, April 29,2008 11:26 AM 
To: Danforth, Detwrah (DPH) 

Subject: VWR.COM - Checkout Order Confirmation.htm 








Thank you, Allan Stevenson, for shopping at VWR International. This order has been sent for approval. Note that tax and other charges are subject to change during the time required for an order to be approved. 

An order confirmation will be emailed to you when your order has been processed and a message will be sent when your order has been shipped . 

Please note: Some items may be back ordered. 


I ymtt ord*!* Tefel {« $1,433*W, S6« b«lrMF. 
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Details for Order No. 36715578 
Order Comments: 

Message to Warehouse: 


PAYMENT ZNFORMAnON 


PO Number: 

Charge Code: 
Reference Number: 

WESTERN MA PUBLIC HEALTH CTR 
181 STOCKRIDGE RD 
MORILL BLDG RM N251 
AMHERST, MA 01003 
US 


SHIPPING INFORMATION 


Shipping Account Number: 2998720 

Allan Stevenson 

Ship To Attention: James hanchett 


Items Ordered 


ow«rfpiton 

HP-IMS 25M .2MM .33UM 




Product shipped Direct From Supplier. If availability is critical, call VWR at 1-800-932-5000. 


COLUMN GC HP-5MS SOM 0,25MMJD HP19091S-433 


COL,CAP,HP-5,30M,0.32MM,0.25UM HP190913-413 


Unit 


' : 'Tbur Prk» 
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EA 
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$428.86 

ats 4:='' 

$428.86 


EA 
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$517.91 

In Stock 

PHILADELPHIA 

$517.91 

EA 

illlll I II 

$487,20 

In Stock 

SAN FRAMaSCD 

$487.20 


Item Subtotal = $1,433.97 

Shipping = $0.00 

Hazard = $0.00 

Special Services / Handling / Fuel Surcharge = $0.00 
Estimated Tax = $0.00 

Estimated Total = $1,433.97 


This order has been sent to judy.ahern@state.ma.us for approval. 

You can new check the status of your order approval requests by using the 'Order Status' tab at the top of the screen. 
For questions relating to your order, please contact us or call 1-800-932-5000. 
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